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Appendix C: Documented Historic Structures 



Name 

Date 

Location 

Mystic Dam 

1864 

Edgewater Place 

Menotomy Rocks Park — Hill Pond 

1875 

Jason Street 

Lexington Railroad Bridge over Mill Brook 

1890 

Mill Brook 

Lexington Railroad Bridge over Mill Brook 

1892 

Mill Brook 

Mystic Valley Parkway — Mystic Lakes Segment 

1896 


Lexington Railroad Bridge over Brattle Road 

1900 

Brattle Street 

Lexington Railroad Bridge over Forest Street 

1900 

Forest Street 

Lexington Railroad Bridge over Grove Street 

1900 

Grove Street 

Park Avenue Bridge over B & M Railroad 

1900 

Park Avenue 

Mystic Valley Parkway — Central Segment 

1905 


Mystic Valley Parkway — Alewife Brook Bridge 

1908 


Lexington Railroad Bridge over Whittemore Street 

1910 

Whittemore Street 

Mystic Valley Parkway West 

1913 


Garden of the Guardian Angel Rock 

1920 

Claremont Avenue 

Winfield-Robbins Memorial Garden 

1913 

730 Massachusetts Avenue 

Arlington Town Hall Gardens 

1913 

730 Massachusetts Avenue 

Mystic Valley Parkway — Beacon Street Island 

1920 

Beacon Street 

Mystic Valley Parkway — Decatur Street Island 

1920 

Decatur Street 

Mystic Valley Parkway — Meadow Brook Culvert 

1920 


Mystic Valley Parkway — Medford Street Rotary 

1920 


Mystic Valley Parkway Tree Canopy 

1920 


Arlington Reservoir Standpipe 

1921 

Cedar Avenue 

Lexington Railroad Bridge over Pond Lane 

1930 

Pond Lane 

Old B & M Railroad Bridge — Lexington Line #4 

1934 

Route 2 

Lowell Street Bridge over B & M Railroad 

1937 

Lowell Street 

S. E. Kimball Windmill 

1938 

225 Mystic Street 

Mount Gilboa Conservation Land 


Mount Gilboa 

(no historic name) 


50R Westmoreland Avenue 
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